The major limitation in using this report, therefore, is to
recognize that some items of importance to quadriplegics may
have been omitted.  However, it is reasonable to conclude
that the design-related issues reported here have sufficient
confirmation from the parties interviewed, and can be
applied to other situations.

A further caution is to take the recommendations as
suggestions rather than commands.  While we have noted
possible solutions to certain problems, there may be others
that are cheaper or more efficient.  Our intent was to offer
a perspective for recognizing real or potential problems.
We did not do so with the idea that a single site study
would provide the only acceptable specifications for
designing for the severely disabled.
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